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BRIEFING; ALL EQUIPMENT CHECKED OUT IN GOOD 
WORKING ORDER. 


ASSIST E-30 AT 6613 HOLLYWOOD BLVD. REGARDING A 
415 SITTER. 


BUSINESS CONTACT AT 1810 CAHUENGA ( THE 711 
STORE ). WE SPOKE TO EMPLOYEE BRALLIO. ALL 
CHECKED OK. 


ASSIST F-B-3 AT 6041 HOLLYWOOD BLVD. REGARDING 
SEVERAL SITTERS IN FRONT OF THE LOCATION. 


CONTACT/WARNED THREE SUBJECTS FOR DRINKING IN 
PUBLIC. THEY WERE NOT COOPERATIVE. WE LET THEM 
WALK AWAY WITHOUT INCIDENT. 


RADIO CALL AT 7080 HOLLYWOOD BLVD. REGARDING A 
415 SUBJECT REFUSING TO LEAVE. THE SUBJECT LEFT 
THE LOCATION WITHOUT INCIDENT. WE ALSO SPOKE TO 
THE R/P. 


CONTACT/WARNED THREE SUBJECTS SITTING ON THE 
PUBLIC WALKWAY AND BLOCKING PED. TRAFFIC IN 
FRONT OF 6700 BLOCK OF HOLLYWOOD BLVD. THEY ALL 
COMPLIED AND LEFT THE LOCATION. 


EXTRA PATROL IN THE CVS PARKING LOT AT 1747 
CAHUENGA. ALL CHECKED NEGATIVE FOR LAMC 
VIOLATIONS. 


CODE-7 


OFFICE; TRAINING FOR WEAPON DEFENSE AND 
CONTROL. 


CONTACT/WARNED TWO SUBJECTS FOR SITTING ON 
THE PUBLIC WALKWAY IN THE 6500 BLOCK OF 
HOLLYWOOD BLVD. THEY COMPLIED. 


ANDREWS INTL / HBID INCIDENT REPORT/LOG 


1900/19 
15 


2000/20 
10 


2030 


BUSINESS CHECK AT 1810 CAHUENGA ( THE 711 
STORE ). WE SPOKE TO EMPLOYEE SADAN. THERE WERE 
NO ISSUES AT THIS TIME. 


EXTRA PATROL AT 6801 HOLLYWOOD BLVD. (THE H&H 
PARKING STRUCTURE ). WE CHECKED SEVERAL LEVELS 
FOR LAMC VIOLATIONS. NONE NOTED. 


END OF WATCH. 
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